Message 


From: Barbara J. Mitchell [bmitchei@ehs.umass.edu] 

Sent: 5/12/2010 1:46:50 PM 

To: 'hiiaryw@ora.umass.edu' [hiiaryw@ora.umass.edu]; 'dgiiiman@umext.umass.edu' [dgiiiman@umext.umass.edu]; 

'rakouska@ecs.umass.edu' [rakouska@ecs.umass.edu]; 'James.Hanchett@state.ma.us' 
[James.Hanchett@state.ma.us]; 'yckim@nutrition.umass.edu' [yckim@nutrition.umass.edu]; 
'lewisi@admin.umass.edu' [iewisi@admin.umass.edu]; 'samai@chem.umass.edu' [samal@chem.umass.edu]; 
'spooner@ecs.umass.edu' [spooner@ecs.umass.edu]; 'angelica@biochem.umass.edu' 
[angeiica@biochem.umass.edu]; ! rgrosslein@astro.umass.edu , [rgrossiein@astro.umass.edu] 

CC: Judy LaDuc [jladuc@ehs.umass.edu] 

Attachments: BSCbeforeCertLetter2010.doc; Fact Sheet BSC No Gas.pub; Fact Sheet UV Lights Not in BSCS.pub; Fact Sheet Vacuum 
Systems in BSC's.pub 


Hello Everyone, 

I am writing to let you know that B&V Testing, Inc. will be on campus to test and certify all of your biological safety 
cabinets during the week of May 17 th . The animal transfer stations as well as the cage dumping stations will be tested at 
this time too. 

Laminar flow hoods, transfer hoods, etc. will not be scheduled for testing and paid for by EH&S as these are not safety 
equipment. If you have units that you would like tested at this time, that are not BSC's, you may contact me to make 
those arrangements at your expense ($48 per laminar flow hood). 

EH&S will be paying for the BSC testing service. If the technician finds additional problems at the time of the visit, 
arrangements may be made for repairs, but the Principle Investigator is responsible for the additional expense. 

Please understand that there will not be appointments or specific times that B&V will be assigned to your area. They will 
have approximately 100 cabinets to do on campus and only have one week to accomplish this. Their testing process 
takes approximately one half hour to forty-five minutes per BSC barring any complications. If a technician arrives in your 
area and you are at a crucial point in your work, please explain to the tech and they will return to test your BSC later. 
Please share this information with your staff. 

I have attached some fact sheets regarding biosafety cabinets. Please review this material as EH&S may be encouraging 
you to adopt some new practices in your laboratory. 

Regards, 

Judy LaDuc, RBP 

Biological Safety Services Manager 
University of Massachusetts 
Environmental Health and Safety 
117 Draper Hall 
40 Campus Center Way 
Amherst, MA 01003 
Tel: 413-545-7293 

Email: jladuc@ehs.umass.edu 
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